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ORIGIN EB-07 

INFO OCT-01 EUR- 1 2 ISO-OO FCC-02 /022 R 

DRAFTED BY EB/TD:GLHUFFCUTT:DB 
APPROVED BY EB/TD:JJO'NEILL, JR. 

EUR/NE - MR. WORREL 
FCC - MR. BURKHARDT 

027899 

R 021407Z JUL 75 
FM SECSTATE WASHDC 
TO AMEMBASSY LONDON 

UNCLAS STATE 156088 

E.O. 11652:N/A 

TAGS: ETEL, UK, US 

SUBJECT: STATUS OF BROADCAST STATION AT ANTIGUA ON 
1165 KHZ 

1. U.S. FEDERAL COMMUNICATIONS COMMISSION (FCC) HAS 
LEARNED THAT A NEW BROADCAST STATION IS EXPECTED TO 
COMMENCE OPERATION IN AUGUST - SEPTEMBER AT ANTIGUA. 
OWNER OF STATION IS REPORTED TO BE "CARRIBEAN RADIO 
LIGHTHOUSE", BOX 1057, ST. JOHNS, ANTIGUA, WEST INDIES. 

2. THE STATION WILL OPERATE ON 1 165 KHZ WITH TEN 
KILOWATTS OF POWER. FCC VERY CONCERNED BECAUSE TECHNICAL 
ASSESSMENT INDICATES INTERFERENCE TO STATION WLEO, 

PONCE, PUERTO RICO ON 1 170 KHZ, AND SERIOUS HETERODYNE 
INTERFERENCE WITHIN U.S. TO CLASS I-A STATION KSL AT 

SALT LAKE CITY, UTAH ON 1 160 KHZ. 

3. REQUEST EMBASSY RAISE THIS MATTER WITH APPROPRIATE 
UK AUTHORITY. IF UK CONFIRMS 1165 KHZ AT ANTIGUA, WE 
REQUEST THEIR CONSIDERATION OF A DIFFERENT FREQUENCY. 

FCC WOULD BE PLEASED TO ASSIST IN SELECTION OF SUITABLE 
FREQUENCY. 

UNCLASSIFIED 
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4. ADVISE. INGERSOLL 
UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: RADIO STATIONS, RADIO BROADCASTING 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 02 JUL 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 56088 

Document Source: CORE 

Document Unique ID: 00 

Drafter: GLHUFFCUTT:DB 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750230-0079 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750790/aaaaddec.tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: CollinPO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 13 JAN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 3 JAN 2003 by ThomasVJ>; APPROVED <19 MAR 2004 by CollinP0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: STATUS OF BROADCAST STATION AT ANTIGUA ON 1 1 65 KHZ 
TAGS: ETEL, UK, US, AC 
To: LONDON 
Type: TE 
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